02/01/2022, 14:04 


Permit and Inspection Report 


Los Angeles Department of Building and Safety 


The information below was found on the following Parcel Identification Number (PIN): 


144A211-391 


= al Parcel Profile Report: 


zai Permit Information found: 


Date Received 
10/23/2012 
12/18/2017 
8/11/2018 
5/15/2019 
9/9/2019 
9/13/2019 
9/17/2019 
9/22/2019 
3/27/2020 
5/22/2020 
5/22/2020 
5/29/2020 
7/9/2020 
7/24/2020 
8/1/2020 
8/17/2020 
8/23/2020 
8/25/2020 
9/10/2020 
10/21/2020 
10/21/2020 
11/2/2020 
12/1/2020 
1/2/2021 
4/14/2021 
4/14/2021 
4/23/2021 
6/28/2021 
8/19/2021 
8/19/2021 
10/9/2021 
10/9/2021 


10/21/2021 


Code Enforcement Information: 


Problem Description 

VACANT LOT WITH TRASH AND DEBRIS 

ABANDONED OR VACANT BUILDING LEFT OPEN TO THE PUBLIC 

ANY CHANGES DONE TO A PROPERTY IN AN HISTORICAL AREA 
PRO-ACTIVE CODE ENFORCEMENT 

ABANDONED OR VACANT BUILDING LEFT OPEN TO THE PUBLIC 
ABANDONED OR VACANT BUILDING LEFT OPEN TO THE PUBLIC 
ABANDONED OR VACANT BUILDING LEFT OPEN TO THE PUBLIC 
ABANDONED OR VACANT BUILDING LEFT OPEN TO THE PUBLIC 
PRIVATE SEWAGE DISPOSAL SYSTEMS 

CONSTRUCTION IN PROGRESS WITHOUT PERMITS OR INSPECTIONS 
CONSTRUCTION IN PROGRESS WITHOUT PERMITS OR INSPECTIONS 
CONSTRUCTION IN PROGRESS WITHOUT PERMITS OR INSPECTIONS 
MISCELLANEOUS COMPLAINTS 

MISCELLANEOUS COMPLAINTS 

CONSTRUCTION IN PROGRESS WITHOUT PERMITS OR INSPECTIONS 
PRIVATE SEWAGE DISPOSAL SYSTEMS 

CONSTRUCTION DONE WITHOUT PERMITS OR INSPECTIONS 
CONSTRUCTION IN PROGRESS WITHOUT PERMITS OR INSPECTIONS 
CONSTRUCTION IN PROGRESS WITHOUT PERMITS OR INSPECTIONS 
CONSTRUCTION DONE WITHOUT PERMITS OR INSPECTIONS 
PRIVATE SEWAGE DISPOSAL SYSTEMS 

MISCELLANEOUS COMPLAINTS 

CONSTRUCTION IN PROGRESS WITHOUT PERMITS OR INSPECTIONS 
BUILDING OR PROPERTY CONVERTED TO ANOTHER USE 
CONSTRUCTION IN PROGRESS WITHOUT PERMITS OR INSPECTIONS 


ABANDONED OR VACANT BUILDING LEFT OPEN TO THE PUBLIC 


ANY PROBLEMS THAT ONLY OCCUR FROM 5:00PM TO 7:00 AM (AT NIGHT) OR ON WEEKENDS 


FENCES WALLS AND HEDGES THAT ARE TOO HIGH 


PRO-ACTIVE CODE ENFORCEMENT 


PRO-ACTIVE CODE ENFORCEMENT 


GARAGE CONVERTED TO A DWELLING 


CONSTRUCTION DONE WITHOUT PERMITS OR INSPECTIONS 


CONSTRUCTION IN PROGRESS WITHOUT PERMITS OR INSPECTIONS 


Soft-story Retrofit Program Information: 


https://www.ladbsservices2 .lacity.org/OnlineServices/PermitReport/PermitResultsbyPin?pin=144A211 391 


Status 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
PENDING SCHEDULING 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
CLOSED 
PENDING SCHEDULING 
CLOSED 
CLOSED 
PENDING SCHEDULING 
PENDING SCHEDULING 


CLOSED 


33 


1/1 


